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Floor Plan For Morrill I 2nd floor Lab area 


Hi Steve , 

Would you happen to have a pdf floor plan of our labs in Morrill I, Rooms N236, N243- 
N253? If you do could you emai1 it to me. 

Thanks, 


James Hanchett 
Amherst Drug Laboratory 
Room N251 Morri11 I 
637 North Pieasant Street 
Amherst, MA 01003 
Fax: 413-545-2608 
Phone 413-545-2606 
Cell : ■■■■■ 
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